Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 4/16/2010 6:51:50 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Jim, 

Three questions...When Sharon moves out to 251 will she be going to your lab across the hall? When the 
storage / temp evidence room is built in 224 where will Sharon receive new evidence? Do we need to provide 
data for her in 224 to receive evidence? 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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